Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 KARACH 01238 201353Z 

41 

ACTION NEA- 10 

INFO OCT-01 EA-10 ISO-OO EB-07 /028 W 

113112 

R201200Z JUN 75 
FM AMCONSUL KARACHI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8957 
AMEMBASSY ISLAMABAD 
AMEMBASSY BEIRUT 
AMEMBASSY MANILA 

UNCLAS KARACHI 1238 

E.O. 11652: N/A 
TAGS: BTIO, PK 

SUBJ: FOREIGN GOVERNMENT TENDER - SPECIAL HANDLING: GAS 
TURBINE PLANT 


REF: A-21 


MANILA FOR USADB 

1. 535/02/T0018 

2. 062075 

3. L.S. ALLAN 

4. 535 PAKISTAN 

5. Q 

6A. REPLY TO - 

6B. PROJECT ENGINEER 

6C. THE KARACHI ELECTRIC SUPPLY CORPORATION 
LIMITED, AIMAI HOUSE, ABDULLAH HAROON ROAD, 

KARACHI 

7. - 

8. 090275 

9. 201 

10. 3511 19-30000 CONSTRUCTION OF GAS TURBINE POWER STATION 
INCLUDING SUPPLY, ERECTION, START-UP AND TRIAL OPERATION. 
STATION WILL BE CONSTRUCTED AT KARACHI ELECTGIC SUPPLY 
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AND WILL INCLUDE THREE OR FOUR IDENTICAL, INDUSTRIAL TYPE 
SIMPLE CYCLE, SINGLE SHAFT GAS TURBINE UNITS OF MANUFACTURERS 
STANDARD DESIGN TO PROVIDE AN AGGREGATE OF BETWEEN 80 MW 
AND 100 MW NET SALEABLE POWER AT SPECIFIED SITE CONDTIONS. FUEL 
FOR THE PLANT IS NATURAL GAS AND NAPHTHA. VALUE APPROXIMATELY 
DOLS30 MILLION. 

1 1 . ACCORDING TO RECENT KESC BID NOTIFICATION, MANUFACTUERER 
ELIGIBLE SUPPLIERS OF GAS TURBINE EQUIPMENT MUST HAVE 
MANUFACTURED AND PLACED IN SERVICE AT LEAST 5 UNITS WITH 
DESIGN FEATURES SIMILAR TO THOSE BEING REQUIRED WITHIN THE 
YEAR PRIOR TO THE BIDDING DATE. SIMILAR UNITS INSTALLED AND 
OPERATING SHALL HAVE BEEN IN SATISFACTORY OPERATION OVER 

A PERIOD OF NOT LESS THAN THREE YEARS. KESC REQUESTS ELIGIBLE 
BIDDERS, INTERESTED IN PROJECT TO SUBMIT REGISTRATION 
INFORMATION TO KESC AT ABOVE ADDRESS AS FOLLOWS: 

(A) DESCRIPTION OF SIMILAR EQUIPMENT AND MATERIAL 
MANUFACTURED, SUPPLIED OR CONTRACTS UNDERTAKEN DURING LAST 
FIVE YEARS WITH SUITABLE IDENTIFICATION AND DETAILS, 

(B) BRIEF HISTORY OF BIDDER S COMPANY AND ITS FINANCIAL 
STABILITY. BIDDING DOCUMENTS WILL BE ISSUED TO REGISTERED 
FIRMS ON OR ABOUT JUNE 30, 1975, ON PAYMENT OF DOLS150 TO 
PROJECT ENGINEER, KARACHI ELECTRIC SUPPLY CORPORATION LIMITED, 
AIMAI HOUSE, ABDULLAH HAROON ROAD, KARACHI. 

CABLE: "UTITLITES" KARACHI, TELEPHONE 516711. THE PROJECT WILL 
BE FINANCED BY ANTICIPATED LOAN FROM ASIAN DEVELOPMENT BANK S 
SPECIAL FUNDS. INVITATIONS TO BID HAVE BEEN SENT BY KESC 
DIRECTLY TO THE FOLLOWING AMERICAN FIRMS: 

GENERAL ELECTRIC COMPANY, NEW YORK, N.Y, CURTIES-WRIGHT POWER 
SYSTEM, WOOD-RIDGE, N.J., TURBO POWER AND MARINE SYSTEMS INC. 
FARMINGTON CONNECTICUT, ALLIS CHALMERS CORP. MILESUKRR, 
WISCONSIN, DELVAL TURBINE CORP. N.J, WESTINGHOUSE ELECTRIC 
CORP. PITTSBERG PA. TENDER DOCUMENTS WILL NOT BE SENT TO 
COMMERCE DUE TO EXCESSIVE COST AND BULKY NATURE OF TENDER 
DOCUMENTS. 

12. CATEGORY C, EARLY WARNING ON THIS OPPORTUNITY 
CONTAINED REF AIR EXPECTED TO PROVIDE US FIRMS WITH SUFFICIENT 
LEAD TIME TO BE ABLE TO OFFER RAPID DELIVERY OF ITEMS REQUIRED. 
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RAPIDITY OF DELIVERY TO BE KEY FACTOR IN FINAL PURCHASE 
DECISION. 

TIGER 

NOTE: MCN FOR MANILA WILL FOLLOW: 
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Channel Indicators: n/a 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Note: 
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Disposition Approved on Date: 
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Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
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Disposition Remarks: 
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Document Source: CORE 
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